RG104 E-1 Box 163 







<£?ZO 


/>C7 


^e.cz^t' ^z-^^ / f~ t^rr-Te^' 

-/t^i Ss^cs 

M^rztS /szisfr 







NARA RG104, Entry 1, Box 163 


Phila., June 13, 1890 
Col. Bosbyshell 

B. Frank Potts can not come to work today as his little child is dead he sent word for my 
Father Henry Ewing to tell you but he had gone to work. 

Yours Respt. 

Bulford Ewing 



